WEST CQ.. f SOUTH YARMOUTH, CAPE COD, MASS. 


THIS OLD LIGHTHOUSE 
IS GUARDIAN OF THE BEACHHEAD OF 
ORLEANS AND EASTHAM. 


GENUINE CURTEICH-CHICAGO C.T. ART-COLORTON E” POST CARD (REG. U.S. PAT.OFF.) 


POST CARD 


PLACE 

STAMP 

HERE 



162 — Nauset Light , Cape Cod, Mass. 










